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FRIDAY, OCTOBER 6, 1978 
PART IV 








NUCLEAR 
REGULATORY 
COMMISSION 


FLOODPLAINS PLANS 


Compliance with Executive Order 
11988 to Revise Regulatory 
Guidelines 





PREVIOUSLY PUBLISHED DOCUMENTS 


Listed below are other documents on implementation of Executive Orders 11988 
and 11990 previously published in the FEDERAL REGISTER: 


1978 Vol. 43 FR, 
Agency Date of Issue Page No. 
Interior Department, BureauofLandManagement... Sept. 28 44798 
Commerce Department, Office of the Secretary... Sept. 29 45284 
Transportation Department, Office of the Secre- Sept. 29 45285 
tary. 








[7590-01] 


NUCLEAR REGULATORY 
COMMISSION 


COMPLIANCE WITH E.O. 11988 ON 
FLOODPLAINS 


Plans to Revise Regulatory Guides 


Executive Order 11988 expresses the 
policy of the Federal Government 
that Federal agencies should attempt 
to reduce the risk of flood loss and to 
minimize the effects of floods by 
avoiding, where practicable, develop- 
ment in floodplains. Under the order, 
Federal agencies with responsibilities 
for conducting Federal activities and 
programs affecting land use are re- 
quired to evaluate the potential ef- 
fects of any action they might take in 
a floodpain. In addition, each agency 
is to amend its regulations within one 
year. to comply with the order and 
must explain what means the agency 
will employ to pursue non-hazardous 
uses of riverine, coastal, and other 


floodplains in connection with the ac- 


NOTICES 


tivities under its authority. The NRC 
staff routinely considers the environ- 
mental impact of its action pursuant 
to the requirements of the National 
Environmental Policy Act of 1969, as 
amended (NEPA). The NRC believes 
that the procedures and purposes of 
the order can be appropriately accom- 
modated as a part of the agency’s com- 
pliance with NEPA. NRC’s NEPA reg- 
ulations in 10 CFR Part 51 do not 
specify in detail the kinds of environ- 
mental considerations that are to be 
addressed in the NEPA review. Howev- 
er, these matters are addressed in reg- 
ulatory guides and other staff docu- 
ments. The NRC has identified the 
following regulatory guides and relat- 
ed staff documents for revision to spe- 
cifically include floodplain consider- 
ations: 

1. Regulatory Guide 4.2: Preparation of 
Environmental Reports for Nuclear Power 
Stations (Revision 2). 

2. Regulatory Guide 4.7: General Site 
Suitability Criteria for Nuclear Power Sta- 
tions (Revision 1). 

3. Regulatory Guide 3.8: Preparation of 
Environmental Reports for Uranium Mills. 


46499 


4. NUREG-0180: Early Site Review, Proce- 
dures and Possible Technical Review Op- 
tions. 

5. NUREG-0158: Draft Environmental 
Standard Review Plans for the Environmen- 
tal Review of Construction Permit Applica- 
tions for Nuclear Power Plants. 


Regulatory guides are periodically 
revised to reflect public comments and 
licensing experience. As each of the 
above guides is revised, floodplain con- 
siderations will be incorporated into 
the revision. Also, as new guides and 
regulations are developed, floodplain 
considerations will also be included. In 
the meantime, specific technical 
instructions have been given to NRC 
staff that will result in floodplain con- 
siderations being included in individu- 
al licensing reviews. 


Dated at Washington, D.C, this 28th 
day of September, 1978. 
For the Nuclear Regulatory Com- 
mission. 
SAMUEL J. CHILK, 
Secretary of the Commission. 
{FR Doc, 78-28550 Filed 10 5-78; 8:45 am] 
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would you 
like to know 


if any changes have been made in 
certain titles of the CODE OF 
FEDERAL REGULATIONS without 
reading the Federal Register every 
day? If so, you may wish to subscribe 
to the LSA (List of CFR 

Sections Affected) the ‘‘Federal 
Register Index,” or both. 





LSA (List of CFR Sections Affected) 

$10.00 

per year 

The LSA (List of CFR Sections 

Affected) is designed to lead users of 

the Code of Federal Regulations to 
amendatory actions published in the _ 

Federal Register, and is issued 

monthly in cumulative form: Entries 

indicate the nature of the changes 


Federal Register Index $8.00 

per year 

Indexes covering the 

contents of the daily Federal Register are 
issued monthly, quarterly, and annually. 
Entries are carried primarily under the 
names of the issuing agencies. Significant 
subjects are carried as cross-references 


A finding aid is included in each publication which lists 
Federa! Register page numbers with the date of publication 
in the Federal Register. 


Note to FR Subscribers: FR Indexes and the 
LSA (List of CFR Sections Affected) will continue 
to be mailed free of charge to regular FR subscribers 


Mail order form to: 
Superintendent of Documents, U.S. Government Printing Office, Washington, OC 20402 


There is enclosed $ _ for subscription(s) to the publications checked below 


LSA (LIST OF CFR SECTIONS AFFECTED) ($10.00 a year domestic, $12.50 foreign) 

. FEDERAL REGISTER INDEX ($8.00 a year domestic, $10.00 foreign) 
ee 
Street Address 


City - eos D : State 


Make check payable to the Superintendent of Documents 


OCRDCOSHORRESHRSAHRRRRERORRRRR REA RHReeAEs 
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